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Description 

59" heavy duty metal hand shower hose 

Code Compliance 



• ASME/ANSI A112.18.M 


Finish Options 

28 143 OOO Chrome 

28 143 ROO Infinity Polished Brass 

28 143 AVO Infinity Satin Nickel 

28 143 ARO Infinity Satin Nickel/Polished Brass 

28 143 BEO Sterling Infinity Finish 
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